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9203200187 Advises that util 910603 response to NRC questions re weld overlay re-
pairs adequately addresses concern stated in SER.

JABBOUR.K.N. Project Directorate II-3. 92/03/18. HAIRSTON.W.G. Georgia Power
Co. 3pp. 60997:328-60997:330.

9203300057 Forwards amends 178 & 119 to licenses DPR-57 & NPF-5, respectively &
safety evaiuation.Amends eliminate discrepancies between plant TSs & reg guide
1.108 & conforms to requirements in generic Itr 84-15.

JABBOUR.K.N. Project Directorate II-3. 92/03/20. HAIRSTON.W.G. Georgia Power
Co. 4pp. 61168:110-61168:155.

-9203300063 Amends 178 & 119 to licenses DPR-57 & NPF-5,respectively, eliminating
discrepancies between plant TSs & reg guide 1.108 & conforms to requirements in
generic Itr 84-15.
MATTHEWS.D.B. Project Directorate II-3. 92/03/20. 26pp. 61168:114-61168:139.

-9203300072 Safety evaluation supporting amends 178 & 119 to licenses DPR-57 &
NPF-5,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 16pp.
61168:140-61168:155.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Supp! 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Purnp During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203020252 Forwards followup response to NRC 920127 Itr re violations noted in Insp
Repts 50-321/91-27 & 50-366/91-27.Corrective actions:discussions held w/GE (pump
motor supplier) re coupling failures & GE will develop new cooling coil.
BECKHAM.J.T. Georgia Power Co. 92/02/26. Document Control Branch (Document
Control Desk). 5pp. 60783:217-60783:221.

9203100219 Forwards insp repts 50-321/92-02 & 50-366/92-02 on 920119-0215.Viola-
tions noted but not cited.

HERDT.A.R. Region 2 (Post 820201). 92/02/26. HAIRSTON.W.G. Georgia Power Co.
3pp. 60845:077-60845:105.

-9203100224  Insp repts 50-321/92-02 & 50-366/92-02 on 920119-0215. Violations
noted but not cited.Major areas inspected:onsite operations.including review of control
room drawings & several improper procedure changes & surveillance testing.
WERT.LD., MUSSER.RA, SKINNER.P.H. Region 2 (Post 820201). 92/02/26. 26pp.
60845:080-60845:105.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing,"
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203240334 Forwards assessment of ECCS torus suction valve categorization & testing
as part of 10-yr insp interval.per NRC 911210 safety evaluation of util inservice test

vl.J.T. Georgia Power Co. 92/03/10. Document Control Branch (Document
Control Desk). 5pp. 61094:347-61094:351.

9203190345 Requests extension of schedule given in 911203 response to Insp Repts
50-366/91-23 re rev to Unit 2 FSAR to reflect actual operation of main CR environ
control sys.FSAR will be revised by end of Jul 1992.

BECKHAM.J.T. Georgia Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 2pp. 61062:129-61062:130.

R. Periodic operating reports & related correspondence

9203040271 "El Hatch Nuclear Plant - Units 1 & 2 Annual Operating Rept, 1991." W/
920228 Itr.
BECKHAM.J.T. Georgia Power Co. 91/12/31. 125pp. 60824:001-60824:195.

9203310300 "Annual Environmental Surveillance Rept -1991." W/920325 Itr.
HAIRSTON.W.G. Georgia Power Co. 91/12/31. 75pp. 61205:298-61206:037.

9203060091 Forwards fitness for duty program performance data for Jut-Dec 1991.
BECKHAM.J.T. Georgia Power Go. 92/02/26. Document Control Branch (Document
Control Desk). 4pp. 60867:023-60867:026.

9203030265 Forwards "Semiannual Radioactive Effluent Release Rept Jul- Dec 1991"
& "Joint Frequency Tables of Wind Speed & Wind Direction 60m vs Delta Temp 60-
10m for Jan-Dec 1991."

BECKHAM.J.T. Georgia Power Co. 92/02/27. Document Control Branch (Document
Control Desk). 2pp. 60821:180-60821:288.

-9203030271 "Semiannual Radioactive Effluent Release Rept for Jul-Dec 1991."

* Georgia Power Co. 91/12/31. 58pp. 60821:182-60821:244.

-9203030277 "Joint Frequency Tables of Wind Speed & Wind Direction 60m vs Delta
Temp 60-1 Om for Jan-Dec 1991."

* Georgia Power Co. 91/12/31. 45pp. 60821:245-60821:288.

9203160286 Monthly operating repts for Feb 1992 for El Hatch Units 1 & 2.W/920311
Itr.

BEARD.R.M.,   BECKHAM.J.T.   Georgia   Power   Co.   92/02/29.   12pp.   60998:333-
60998:344.

S. Reportafole occurrences, LERs & related correspondence

9203300199 Part 21 rept re potential failure of Elrnwood/Fasco Definite purpose contac-
tors mfg by Fasco Industries.lnitially reported by util on 911010.Vendor advised to re-
place all affected contactors.Replacements available by Apr 1992.
PATTERSON.L Nutherm  International,  Inc. 92/03/26. Ofc of Enforcement (Post
870413). 14pp. 61209:198-61209:211.

DOCKET 50*368 ARKANSAS NUCLEAR ONE, UNIT 2

F. Security, medical, emergency & fire protection plans

9203090365 Public version of rev 13 to EPIP 1903.011, "Emergency Response/Notifica-
tion." W/920304 release memo.

* Entergy Operations, Inc. 92/02/07. 73pp. 60853:044-60853:117.

9203060198 Forwards amends 157 & 131 to licenses DPR-51 & NPF-6 respectively &
safety evaiuation.Amends revise TS by deleting requirement for visual cell plate insp
for diesel fire pump battery.

ALEXION.T.W. Project Directorate IV-1. 92/02/26, CARNS.N.S. Entergy Operations,
Inc. 3pp. 60873:119-60873:133.

-9203060216 Amends 157 & 131 to licenses DPR-51 & NPF-6,respectively, deleting re-
quirement for visual cell plate insp for diesel fire pump battery.
LARKINS.J.T. Project Directorate IV-1. 92/02/26. 9pp. 60873:122-60873:130.

-9203060225 Safety evaluation supporting amends 157 & 131 to licenses DPR-51 &
NPF-6,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/26. 3pp.
60873:131-60873:133,

9203050049 Forwards rev 23,Arkansas Nuclear 1 Industrial Security Plan & other
changes representing rev 22 approved in NRC 911218 Itr per 10CFR50.4.Changes
withheld per 10CFR73.21.

FISICARO.JJ. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 2pp. 60852:092-60852:093.

9203050211 Rev 3 to EPIP 1903.053, "Logistical Support." W/920228 Itr.

*  Entergy Operations, Inc. 92/02/28. 9pp. 60826:323-60826:331.

9203050215 Rev 6 to EPIP 1903.054, "Requests for Addl Personnel."

*  Entergy Operations, Inc. 92/02/28. 9pp. 60852:229-60852:237.

9203060035 Rev 3 to EPIP 1903.067, "Emergency Response Facility."

*  Entergy Operations, Inc. 92/02/28. 61pp. 60866:274-60866:333.

9203060107 Forwards Emergency Response Data Sys Data Point Library, 910930 Itr.
FISICARO.JJ. Entergy Operations, Inc. 92/02/28. Document Control Branch (Docu-
ment Control Desk), 100pp. 60827:150-60827:260.

9203180383 Application for amends to Licenses DPR-51 & NPF-6,changing TS re fire
protection requirements by adding subj requirements to respective safety analysis
repts.

CARNS.N.S. Entergy Operations, Inc. 92/03/13. Document Control Branch (Docu-
ment Control Desk). 3pp. 60989:348-60989:356.

-9203180386 Proposed Tech Specs re fire protection requirements.

*  Entergy Operations, Inc. 92/03/13. 6pp. 60989:351-60989:356.

9203250162 Rev 6 to Emergency Plan Procedure 1903.065, "Emergency Response Fa-
cility - Technical Support Ctr (TSC)."

*  Entergy Operations, Inc. 92/03/18. 46pp. 61106:197-61106:242.

9203250167 Rev 2 to EPIP 1903.071, "US Army Corps of Engineers."

*  Entergy Operations, Inc. 92/03/18. 3pp. 61106:118-61106:121.

9203250168 Rev 9 to EPIP 1904.08, "Use of WSI Weather Info Svc."

*  Entergy Operations, Inc. 92/03/18. 21pp. 61104:310-61104:329.

9203250171 Rev 8 to EPIP 1903.040, "Duties of Dose Assessment Team."

*  Entergy Operations, Inc. 92/03/18. 13pp. 61104:267-61104:279.

9203300362 Rev 4 to Procedure 1903.021, "Arkfa Natural Gas Line Rupture."

*  Entergy Operations, Inc. 92/03/18. 5pp. 61197:341-61197:345.

9203310088 Rev 4 to EPIP 1903.071, "Pope County Sheriffs Dept."

*  Entergy Operations, Inc. 92/03/18. 5pp. 61205:064-61205:068.

9203260257 Informs that Emergency Response Data Sys implementation plan submit-
ted in 911025 Itr acceptable.

HOFFMAN.ST. Project Directorate 11-1. 92/03/23. HAIRSTON.W.G. Southern Nuclear
Operating Co. 2pp. 61165:101-61165:102.o.  91/12/31.   150pp. 61104:026-
